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ECUADOR TEST #32 


Baronet king size menthol cigarettes from Ecuador (Quito) were 
received at H B and submitted for analyses on June 8, 1976. These 
cigarettes were of May, 1976 production. 

The current sample of the Baronet king size cigarettes was smoked 
to a different butt length (27 ran) because of a change in tipping 
paper length (23 to 24 mm). Th J e_j^iX£lll^ampii_wa* -also different 
from the previous average in the following chaxact&risticai—nicotine, 
filter len gth '"^TiX f eF^welrgtrt; to t'al ~a Ik a lo i ds, total reducing sugars, 
tobacco we i gift"an <S"rod“dens i'ty . 

BARONET KING SIZE 20'S 
MENTHOL (SOFT PACK) 

Current Prev. Avg. 


Smoke 


■Butt Length, mm 

27 

26 

FTC Tar, mg/cigt, 

TPM, mg/cigt. 

13.1 

13.6 

15.9 

16.S 

Nicotine, mg/cigt. 

0.66 

0.81 

Water, mg/cigt. 

2.1 

2.1 

Put'fs/cigt. 

8.2 

7.9 

Filtration Eff., i 

46 

46 

Cigarette 

Total RTD, in. of HgO 

4.9 

4.8 

mm of HzO 

124 

122 

Static Burn. Time, min. 

6.4 

6.S 

Length, mm 

Circumference, mm 

84.4 

84.0 

24.9 

25.0 

Diameter, mm 

7.9 

8.0 

Paper 

Porosity, sec. 

19 

14 


Filter 


TTCin. of H 2.0 

2.8 

2.9 


mm of HzO 

71 

74 


Length, nun 

20.0 

18.9 


Weight, g 

0.14 

0.13 


Tipping paper length, mm 

Filler 

24 

23 


Total alkaloids, \ 

1.24 

1.37 


Total reducing sugars, h 

4.3 

6.3 


Wt. of tob,, 1,000 cigts., g 

766 

706 


1,000 cigts., lbs. 

1.6868 

1.5548 

$ 

Rod Density, g/cc 

J C.V,, cc/10 g 

0. 241 

38 

0.218 

40 

C.V., cc/10 g (Corrected 


40 

O 

to 121 O.V.) 

'Oven Volatiles, \ 

42 


13.4 

12.0 

O 

Menthol, mg/cigt. 

S/soke 


0.39 

07 

0.34 

A 

Filler 

1.3 

1.8 

O 

Filter 

0.8 

0.9 

p? 


for 48 hrs. 


M 

*Equi 1 ibrstsd *t 7S*F *nd 601 R.H, 






